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TO SECSTATE WASHDC 5869 


Message Text 


LIMITED OFFICIAL USE TOKYO 3668 

LIMDIS 

E.O. 11652: NA 
TAGS: ETRD, IA 

SUBJECT: JAPANESE MTN OFFERS: STRAUSS TO USHIBA LETTER 

REF: STATE 5701 1 

1 . ALTHOUGH LETTER TO MINISTER USHIBA FROM STR STRAUSS 
HAD ALREADY BEEN SENT, WE HAVE INFORMED GOJ OF OOUR DESIRE 
TO CHANGE THE WORD "RESULT" TO " "UNDERSTANDING." THEY HAVE 
NO OBJECTION AND HAVE NOTED THE REVISION. 

MANSFIELD 


LIMITED OFFICIAL USE 
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